
small computer becomes the data-acquisition console 
where data are sampled multiply and averaged at 1- 
minute intervals; the condensed data are fed to the 
large computer by an interrupt mode when the small 
computer memory is full. The tape recorder becomes 
an auxiliary output file as a backup in case of com- 
puter failure. 
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